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OC Assistance 

Request #77-3 


ON-GOING QC ASSISTANCE TO OTHER U.S 


GOVERNMENT COMPONENTS 


DIRECTORATE: Administration 
COMPONENT : Office of Communications 


SUMMARY OF ACTIVITY 


Description of Activity - 

Provision of secure voice service, including: a KY-3 
unit, maintenance, cryptographic materials, and entry 
into the secure voice nctwork(s). This service was 
activated on 12 July 1976. 

Location of Assistance - 

KY-3 facility located in the U.S. Capitol Building, 
Room S-407. 


STATINTL 


Organization (s ) Involved - 

Legislative Branch/Senate Select Committee and CIA/DDA/OC 

Basis or Reason for Activity - 

Service provided at request of the Chairman, Senate 
. S.elect Committee. 


Financial Costs - 


OC funded G- 3 line between 

Headquarters Building and the U.S. 
$301.15 per month. 


the 758C switch, 
Capitol Building: 


Manpower - 


An estimated 40 manhours per year. (24 manhours per 
year for KY-3 maintenance and 16 manhours per year 
for cryptographic material resupply and COMSEC survey). 

Agency Employee to Consult for Additional Information - 
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